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PAGE 01 LONDON 07702 051641Z 
43 

ACTION NEA- 12 

INFO OCT-01 EUR-25 ADP-00 SS-15 INR-10 NSC-10 CIAE-00 

RSR-01 RSC-01 /075W 

001000 

R 051633Z JUL 73 
FM AMEMBASSY LONDON 
TO SECSTATE WASHDC 2370 
INFO AMEMBASSY KABUL 

CONFIDENTIAL LONDON 07702 

E.O. 11652: XGDS-1 
TAGS: PFOR, AF, UK 

SUBJECT: AFGHAN KING'S MEDICAL TREATMENT IN LONDON 

ACCORDING TO FCO, KING ZAHIR DID NOT REQUIRE OPERATION 
ON INJURED EYE. HE IS RESTING AT CLARIDGE S AND WILL 
PROBABLY FLY DIRECTLY BACK TO AFGHANISTAN JULY 7. 

ANNENBERG 


CONFIDENTIAL 
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